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?AD667-382 . 

13.  Analysis  of  Shelter  Ventilation  Requirements  (General  American 
Research  Division  Final  Report  1423);  February  1968;  Baschiere,  R.  J.;  SRI 
#1 1 599(6300A-090) . 

14.  Analysis  of  Ventilation  Air  Distribution  Requirements  for  Survival 
Shelters  (Phase  1 - Final  Report);  April  1963;  Ducar,  G.  J.,  Baschiere,  R.  J.  , 
Engholm,  G.;  MRD  Technical  Report  MR  1195-70. 

15.  Analytical  Studies  of  Snelter  Environments  (General  American  Re-  » 
search  Division  Final  Report  1475-2);  December  1970;  Rathmann,  C.  E. ; 
#AD722-241 . 

16.  Comparison  of  Digital  Computer  Simulations  of  Thermal  Environment 
in  Occupied  Underground  Protective  Structures  with  Observed  Conditions 
(Summary  and  Final  Research  Report);  December  1966;  Kusuda,  T.,  Acnenbach, 

P.  R.;  OCD-OS-62-44. 

17.  Configuration  Effects  on  Ventilation  in  Belowgrade  Shelters  (Gen- 
eral American  Research  Division  Final  Report  1476);  August  1969;  Rathmann, 

C.  E.i  ?AD704-964 . 

18.  Crisis  Utilization  of  Large  Shelter  Space  (Final  Report);  August 
1977;  Wrights,  M.  D.,  York,  S.  B.,  Ill,  Hill,  R.  H.,  and  McKinght,  J.  S.; 
DCPA01 -76-C-0318. 

19.  Dehydration  and  Survivability  in  Warm  Shelters;  June  1968; 

Blockley,  W.  V.;  *AD673-857. 

20.  Evaluation  of  Thermal  Environment  in  Shelters  (Technical  Report); 
August  1963;  U.  S.  Department  of  Health,  Education,  and  Welfare;  =AD428-120. 

21 . Experimental  Studies  of  Fallout  Shelter  Ventilation  Requirements 
(General  American  Transportation  Corporation  Final  Report  MRD  1195); 

November  1964;  Behls,  H.  F.,  Madson,  C.  A.,  Engholm,  G.;  0CD-0S-62-134. 

22 . Experimental  Studies  of  Fallout  Shelter  Ventilation  Requirements 
(General  American  Research  Division  Report  1268-40);  October  1965;  Leithem, 

J.  L.,  Libovicz,  B.  A.,  and  Meier,  H.  A.;  SRI  #B-64220( 4949A- 1 6 ) -US ; 0CD- 
PS-64-201 . 

23.  Heat  Syndrome  Data  from  Selected  Hospital  Record  Survey;  December 
1965;  U.S.  Department  of  Health,  Education,  and  Welfare;  *AD623-578. 
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24.  Heat  Tolerance  of  Elderly  Persons  Living  in  a Sub-Tropical  Climate; 
February  1967;  Henschel  , A.,  Cole,  M. , Lyczkowski  , 0.,  Doyle,  T.,  and 
Margolies,  L.;  OCD-PS-64-126. 

25.  Human  Physiological  Responses  to  Shelter  Environment  (Report  #1); 
March  1966;  Rohles,  F.  H. , Jr.,  and  Nevins,  R.  G.;  SRI  #B-60729-US ; 0CD-PS- 
64-201. 

26.  Human  Physiological  Responses  to  Shelter  Environment  (Report  #2); 
February  1967;  Rohles,  F.  H. , Jr.,  Nevins,  R.  G.,  and  McNall,  P.  E.,  Jr.; 
#AD659-403. 

27.  Investigation  Minimal  Equipment  Needs  in  Personnel  Shelters 
(Final  Report) ; November  1966;  Havers,  J.  A.,  Monk,  C.  B.,  Jr.,  and  Koeller, 
E.  H.  ; AD*631 -424 . 

28.  Medical  Care  in  Shelters,  December  1963;  U.S.  Department  of  Health, 
Education  and  Welfare;  «AD423-696. 

29.  Mine  Utilization  in  Crises  (Final  Report);  September  1976;  Wright, 
M.  D. , York,  S.  8.,  Ill,  Johnston,  D.  R.,  and  Laney,  M.  N. ; #AD032-133. 

30.  Moisture  in  Survival  Shelters  (Final  Report);  January  1963; 
Flanigan,  F.  M. , and  Gonzalez,  J.  0.,  Jr.;  0CD-0S-62- 5 1 . 

31.  Moisture  in  Survival  Shelters;  April  1964;  Flanigan,  F.  M.  and 
Gonzalez,  J.  0.,  Jr.;  *AD600-423. 

32.  Monoman  Calorimeter  Project  (Final  Report);  January  1969;  Pefley, 

R.  K.  , Cull,  E.  T.  , Jr.,  and  Sekins,  K.  M.;  =*AD685-878. 

33.  Natural  Thermal  Ventilation  Experimental  Studies  (Final  Report); 
August  1974;  Wright,  M.  D.  , Botkin,  G.  M.  and  Hill,  E.  L.;  DAHC20-71 -C-0275. 

34.  Occupancy  Test  - Roberts  Dairy  Company;  August  1963;  University 
of  Florida,  Flanigan,  F.  M. ; 0CD-0S -62 - 116. 

35.  Parametric  Study  of  Thermal  Problems  in  Densely  Populated  Shelters 
(Final  Report);  June  1972;  Allen,  F.  C.;  SRI  Project  URU- 1218,  DAHC20-71-C- 
0290. 

36.  Physiological  Effects  of  Low  Venti lation  Rates , High  Temperatures 
and  High  Humidities  (Final  Report);  June  1972;  Pefley,  R.  K.,  Abel,  J.  F., 
and  Dutton , J . S . ; ?AD753-843. 

37.  Physiological  Responses  to  a Changing  Thermal  Load  (Technical 
Report);  September  1968;  Henschel,  A.,  Ph.D.,  Humphreys,  C.,  Doyle,  T., 
Margolies,  L.  and  Carlson,  W. ; 4AD677-386. 
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38.  Physiological  Response  to  Fire  Induced  Heat  Environments  (Final 
Report  - Part  A) ; Pef ley , R.  K.  Bell,  D.  M.  and  Shiomoto,  G.  H.;  ?AD021-509. 

39.  Research  and  Planninq  Requirements  for  Mts ; Workinq  Paper; 
DAHC20-68-C-0105 . 

40.  Response  of  Human  Subjects  to  Reduced  Levels  of  Water  Consumption 
under  Simulated  Civil  Defense  Shelter  Conditions  (Final  Report);  January 
1972;  Gorton,  R.  L.;  ?AD738-562. 

41 . Sensible  and  Latent  Heat  Losses  from  Occupants  of  Survival  Shel- 
ters ; December  1966;  Humphreys,  C.  M.,  Henschel , A.,  and  Lee,  D.  H.  K. ; 
?AD648-467 . 

42.  Shelter  Environmental  Prediction  (SHEP) (General  American  Research 
Division  Final  Report  1423);  June  1968;  Rathmann,  C.  E.  and  Baschiere,  R. 

J.;  *AD734-940. 

43.  Shelter  Environments  Due  to  Extreme  Weather  Conditions  (General 
American  Research  Division  Final  Report  1475);  December  1969;  Kapil,  A.  1., 
Rathmann,  C.  E.  and  Baschiere,  R.  J.;  DAHC20-68-C-0123. 

44.  Shelter  Forced  Ventilation  Requirements  Using  Unconditioned  Air; 
February  1967;  Baschiere,  R.  J.  and  lokmanhekim,  M.;  -AD661-Q96. 

45.  Shelter  Medical  Supplies;  May  1963;  U.S.  Department  of  Health, 
Education  and  Welfare;  ?AD453-962. 

46.  Shelter  Population  Health  Status  Study;  December  1965;  U.S.  Depart- 
ment of  Health,  Education  and  Welfare;  *AD623-813. 

47.  Shelter  Sanitation  and  Hygiene;  June  1963;  U.S.  Department  of 
Health,  Education  and  Welfare/Public  Health  Service. 

48.  Simulated  Occupancy  Tests  and  Air  Distribution  in  a 480-Person 
Community  Fallout  Shelter;  1965;  Svaeri  , 0.  W.  and  Dembo,  M.  M. , =AD666-213. 

49.  Simulated  Occupancy  Test,  Hershey  Shelter;  June  1963;  Dickert, 

J.  W.  and  Gonzalez,  J.  0.,  Jr.;  0CD-0S-62-1 16. 

50.  Simulated  Occupancy  Test,  Reading  Shelter;  February-March  1963; 
Flanigan,  F.  M. ; 0CD-0S-62-1 16. 

51.  Simulated  Occupancy  of  Shelters;  December  1966;  Hori  , T.  , Hughes- 
Caley,  G.  F.,  and  Kiang,  R.  L.;  *AD668-667. 

52.  Simulated  Occupancy  Test  - 200-Man  Shelter  Protective  Structures 
Development  Center;  September-October  1963;  Gonzalez,  J.  0.,  Jr.  and  Fair- 
child,  J.  W.  ; 0CD-0S-62-1 16. 
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53.  Summarizing  Simulated  Occupancy  Shelter  Tests  Conducted  During  the 
Period  of  July  5,  1972  through  November  5,  1964  (Final  Report);  Flanigan, 

F.  M.,  Morrison,  C.  A.  and  Bass,  P.  L.;  *AD648-492. 

54.  Summary  of  Shelter  Tests  Performed  with  Simulated  Occupants  During 
the  Period  July  1962  through  October  1963;  University  of  Florida-,  0CD-0S- 
62-116. 

55.  Ventilation  Tests  Performed  on  Fallout  Shelters  in  New  York  City 
and  Vicinity;  April  1965;  Panero,  G.  B.  Inc.;  #AD462-942. 

B.  SUBSISTENCE  AND  HABITABILITY  STUDIES 

1.  Accelerated  Storage  Tests  of  a Proposed  Cereal  Ration  (Final 
Report);  June  1971;  Cecil,  S.  R. ; 4AD730-380. 

2.  Acceptability  of  Shelter  Rations  in  Combination  with  Adjuncts; 
October  1966;  Stone,  H.  , Oliver,  S.  M.,  Kloehn,  J.  M.  and  Singleton,  R.  C.; 
#AD638-630. 

3.  Acceptability  of  Shelter  Rations  in  Combination  with  Adjuncts 
(Interim  Report);  March  1967;  Stone,  H.,  Oliver,  S.  M.  and  Singleton,  R.  C.; 
?AD651 -944. 

4.  Evaluation  of  the  Available  Energy  Provided  by  the  Fallout  Shelter 
Rations;  December  1962  - July  1963;  Morris,  E.  R.;  ?AD417-088. 

5.  Evaluation  of  Emergency  Rations  Designed  for  Fallout  Shelters  with 
Respect  to  the  Characteristics  of  the  Population  (Final  Report);  July- 
November  1962;  Well,  FT  E.;  0CD-0S-62-249 . 

6.  Food  Service  Procedures  in  Fallout  Shelters;  April  1963;  Levy, 

J.  C.;  0CD-0S-62-49 . 

7 . Further  Studies  on  the  Development  of  a Nutritionally  Adequate 
Fallout  Shelter  Ration  (Parts  I & II);  March  1966;  Newlin,  H.  E.  and  Hayes , 

G.  L.;  4AD632-351  , *AD632-350. 

8.  New  Ration  Concepts  (Final  Report);  February  1969;  Tate,  J.  N., 
Jr.,  Mathews,  R.  D.  and  Stone,  H.;  #AD684-936. 

9.  Nutritional  Value  of  OCD  Rations  (Final  Report  - Part  II);  August 
1969;  Chow,  B.  F.,  Ph.D.;  *AD713-018. 

10.  Optimal  Water  Storage  Study  of  Multifunctional  Water-Commode  Con- 
tainers ; April  1962  - April  1963;  U.S.  Army  Quartermaster  Research  and 
Engineering  Center;  0CD-0S-62-42. 
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1 1 . Packaging  and  Metal  Water  Storage  Containers  for  Fallout  Shelters 
(Progress  Report  No.  2);  May  1963;  Klein,  H.  S.  and  Fuller,  J.  R.;  0CD-0S- 
62-132. 

12.  Shelter  Water  Supply  Study:  Cost  Implications  of  Emergency  Sources 
(Final  Report);  August  1967;  Jensen,  G.  F.;  #AD659-800. 

13.  Storage  Stability  of  Civil  Defense  Shelter  Rations  (Technical 
Report);  October  1966;  Woodroff,  J.  G.  and  Cecil,  S.  R.;  #AD640-823. 

14.  Storage  Stability  of  Civil  Defense  Shelter  Rations  (Annual  Report); 

December  1967;  Woodroof,  J.  G.  and  Cecil,  S.  R. ; #AD667-932. 

j 

15.  Storage  Stability  of  Civil  Defense  Shelter  Rations  (Annual  Report); 

June  1968;  Cecil,  S.  R.;  *AD673-817. 

16.  Storage  Stability  of  Civil  Defense  Shelter  Rations  (Eight  Year 
Summary);  June  1971;  Cecil,  S.  R.;  ?AD726-965. 

1 7 . Storage  Stability  of  Containers  and  Food  Procured  for  the  CD 
Shelter  Program;  June  1964  - June  1965;  U.S.  Army  Natick  Laboratories; 

0CD-0S-62-1 56 , Contract  DA  19-129-QM-2050. 
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18.  Water  Container  Test  for  Fallout  Shelters  (Progress  Report  No.  4); 

May  1963;  Klein,  H.  S.  and  Fuller,  J.  R.;  0CD-0S-62-1 75. 

19.  Water  Requirements  of  Pregnant  Women  (Final  Report  - Part  I of  II); 

July  1969;  Chow,  B.  F.,  Ph.D.;  *AD696-456. 

C.  SHELTER  MANAGEMENT  STUDIES 

1 . Community  Fallout  Shelter  Handbook  for  Untrained  Management; 

December  1969;  Hammes , J.  A.,  Ahearn,  T.  R.  and  Beussee,  M.  P.;  ?AD699-418. 

2.  Effects  of  Expectations  on  Shelteree  Behavior;  December  1968; 

Smith,  R.  W.  and  Meagley,  D.  E.;  *AD683-486. 

3.  Evaluation  of  the  Role  of  Federal  Personnel  in  Recruiting  Shelter 
Managers  (Summary  and  Final  Report);  September  1966;  Jeffreys,  F.  B.  and 
Smith,  R.  W. ; ?AD645-285. 

4.  Expansion  of  Research  Data  from  Shelter  Occupancy  Exercises; 

August  1968;  American  Institutes  for  Research;  ^AD676-852. 

5.  Experimental  Analysis  of  Selected  Problems  of  Large-Shel ter  Manage- 
ment, Envi ronmental  Threat  and  Small -She! ter  Habitability  under  Conditions 
of  Stress  (Final  Report);  September  1966;  Hale,  J.  f.,  Meagley,  D.  £.,  Smith, 

R.  W.  and  Davis,  R.  L.;  #AD645-343. 
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6 . Experimental  Study  of  Integrated  Guidance  for  Shelter  Management 
(Final  Report  and  Summary);  September  1966;  Smith,  R.  W.,  Bend,  E.,  Jeffreys, 
F.  B.  and  Collins,  R.  A.;  ?AD644-878. 

7.  Exploratory  Study  to  Determine  the  Effects  of  Physical  Hazard  on 
Shelter  Management  Behavior  (Final  Report);  April  1971;  Smith,  R.  W.,  Collins , 
R.  A.  and  Meagley,  D.  E. ; fAD726-456. 

8.  Fallout  Shelter  Communications  Study,  December  1962;  Gautney  and 
Jones;  ?AD404-194. 

9.  Feasibility  of  Use  of  Non-OCD  Sponsored  Large  Shelter  Occupancy 
Tests  for  Research;  August  1969;  Collins,  R.  A.;  #AD701 - 1 85 . 

10.  Guide  to  Shelter  Organization  and  Management;  September  1963; 

Bend,  E.,  Griffard,  C.  D.  , Schaner,  A.  J.,  Shively,  A.  M.  and  Hudak,  V.  M.; 
QCD-OS-62-164. 

11.  Historical  Incidents  of  Extreme  Overcrowding;  March  1963; 

Biderman,  A.  D.,  Louria,  M.  and  Bacchus,  J.;  #AD609 - 7 52 . 

12.  Integrated  Program  of  Shelter  Management  Research  Study  Plan; 
February  1964;  Bend,  E.,  Smith,  R.  W.  and  Berkowitz,  M.. 

13.  Introduction  to  Shelter  Management  (Volume  I of  VIII  Volume  Report: 
Integrated  Guidance  for  Shelter  Management  - A Training  Text);  June  1965; 
Collins,  R.  A.;  #AD629-939. 

14.  Introduction  to  Shelter  Management  (Part  of  VIII  Volume  Report  - 
Integrated  Guidance  for  Shelter  Management);  June  1965;  Bend,  E.  and  Collins, 
R.  A.;  *AD630-016. 

1 5.  Investigation  of  Shelter  Management  and  Control  in  Natural  Disas- 
ter; December  1972;  Collins,  R.  A.;  #AD759-842. 

16.  Laboratory  Investigations  of  Shelter  Management  Factors  (Summary 
and  Final  Report);  January  1965;  Hale,  J.  F.,  Rosenfeld,  M.  and  Berkowitz, 

M.  I.;  #AD612-254. 

17.  Laboratory  Studies  of  the  Effects  of  Physical  Hazard  on  Shelter 
Management  Behavior:  Phase  I;  December  1972;  Armstrong,  T.  R.,  Collins, 

R.  A.  and  Smith,  R.  W.;  4AD759-843 . 

18.  Laboratory  Studies  of  the  Effects  of  Physical  Hazard  on  Shelter 
Management  Behavior  (Final  Report);  October  1973;  Smith,  R.  W.  and  Arm- 
strong,  T.  R.;  0AD771-728. 
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19.  Manageable  Group  Sizes  in  Large  Shelters;  June  1963;  Bend,  E., 
Erskine,  J.  and  Shively,  A.  M.;  0CD-0S-62-163. 

20.  Model  Large  Individual  Shelter  Plans  (Final  Report);  July  1971; 
Collins,  R.  A.  and  Mann,  S.  B.;  *AD732-514. 

21 . Occupancy  Exercise  Research  Guide:  An  Introduction  to  the  Re- 
search Use  of  the  Shelter  Exercise  for  Training;  October  1964;  American 
Institutes  for  Research;  0CD-0S-63-97 . 

22.  Physiological  and  Psychological  Effects  of  Overloading  Fallout 
Shelters;  April  1963;  Hanifan,  D.  T. , Blockley,  W.  V.,  Mitchell,  M.  B.  and 
Strudwick,  P.  H.;  *AD420-449 . 

23 . Planning  and  Organizing  Shelter  Non-Operational  Activity  Programs; 
June  1963;  Siroky,  F.  R.  and  Eninger,  M.  U.;  0CD-0S-62-107 . 

24.  Psycho-Social  Problems  of  Social  Occupancy;  July  1965;  Wright, 

G.  H.,  Ph.D.  and  Hambacher,  W.  0.,  Ph.D.;  ?AD623-464. 

25.  Psychological,  Engineering,  and  Physiological  Evaluation  of  Shel- 
ter Eguipment  and  Procedures  (Volume  I - Summary  and  Review) (General  Ameri- 
can  Research  Division  Report  1292] ; February  1967;  Meier,  H.  A.  and  Engholm, 
G.;  ?AD653-018. 


25.  Psychological,  Engineering,  and  Physiological  Evaluation  of  Shel- 
ter Eguipment  and  Procedures  (Volume  II  - Laboratory  Studies) (General  Ameri- 
can  Research  Division  Report  1292);  June  1967;  Hale,  J.  F.  and  Behls,  H.  F.; 
#AD653-019. 


27.  Psychological.  Engineering,  and  Physiological  Evaluation  of  Shel- 
ter Eguipment  and  Procedures  (Volume  III  - Habitability  Studies ) (General 
American  Research  Division  Report  1292);  February  1967;  Smith,  R.  W.  and 
Madson,  C.  A.;  *AD653-020. 

28.  Psychological  Environment  of  Protective  Shelters  (Final  Report); 
July  1966;  Wright,  G.  H.  and  Fenstermacher , N.  H.;  #AD642-296. 

29.  Psychological  Factors  Related  to  Tolerance  of  Confinement  (Final 
Report);  November  1967;  Newmiller,  C.  E.,  Francis,  P.  S.  and  Cooper,  R.  B.; 
*AD666-233. 

30 . Psychological  and  Social  Adjustment  in  a Simulated  Shelter; 
November  1960;  Altman,  J.  W. , Smith,  R.  W.,  Meyers,  R.  L.,  McKenna,  F.  S. 
and  Bryson,  S.;  #AD270-144. 

31 . Public  Information  and  Knowledge  Reguisites  of  a Shelter  System 
(Final  Report  and  Detachable  Summary);  September  1966;  Bend,  E.,  Cohen,  S. 
and  McDaniel,  C.;  ?AD648-319. 
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32.  Requirements  for  Simulated  Occupancy  Conditions  of  Large  Protective 
She! ters  (Final  Report);  August  1970;  American  Institutes  for  Research; 

#AD7 1 3-020 . 

33.  Requirements  for  Simulated  Occupancy  Conditions  of  Large  Protective 
Shelters  - Phase  II  (Final  Report);  June  1971;  Smith,  R.  W.,  Mashburn,  H. 

and  Bradshaw,  A.  M. ; #AD731-505. 

34.  Research  Data  from  Shelter  Occupancy  Exercises  for  Training  (Final 
and  Summary);  October  1964;  Bend,  E.  and  Griffard,  C.  D.;  *AD451-539. 

35.  Research  Data  from  Shelter  Occupancy  Exercises  (Final  Report); 
December  1966;  Collins,  R.  A.  and  Bend,  E.;  *AD648-870. 

36.  Research  Program  for  Large  Shelter  Management;  January  1969; 

Hale,  J.  F.;  *AD683-487. 

37.  Revised  Script  for  Video-Taped  Information  Program  - Volume  III; 
August  1969;  Collins,  R.  A.  and  Meagley,  D.  E.;  *AD704-354. 

38.  Selection  and  Recruitment  of  Shelter  Managers  (Summary  Report); 

June  1965;  Smith,  R.  W.  and  Lasky,  M.  A.;  #AD629-915. 

39.  Selection  and  Recruitment  of  Shelters  Managers  (Final  Report); 

June  1965,  Smith,  R.  W.  and  Jeffreys,  F.  B.;  *AD629-914. 


40.  Shelter  Equipment  Planning  Guidelines  (Final  Report);  June  1964; 
I IT  Research  Institute;  #AD602-124. 

41 . Shelter  Habitability  Studies  to  Determine  the  Effectiveness  of  a 
Televised  Information  Program  - Volume  I (Final  Report);  August  1969; 
Meagley,  D.  E.;  #AD704-352. 

42.  Shelter  Habitability  Studies  to  Determine  the  Effectiveness  of 
a Televised  Information  Program  - Volume  II  (Appendices);  August  1969; 
Meagley,  D.  E.;  *AD704-353. 

43.  Shelter  Management  Activities  in  the  Increased  Readiness  Period; 
April  1968;  Bend,  E.  and  Jeffreys,  F.;  #AD67 1 -641 . 

44.  Shelter  Management  Contingency  Game:  1.  Development  and  Initial 
Evaluation  of  a Training  Version  (Final  Report);  April  1967;  Hale,  J.  F., 
Bend,  E.  and  Jeffreys,  F.  B.;  #AD661 -31 4 . 


45.  Shelter  Management  Research  Planning  (Final  Report);  November  1971; 
Collins,  R.  A.,  Dysinger,  D.  W.  and  Smith  R.  W.;  DAHC20-68-C-0122. 


46.  Shelter  Manager's  Guide  (Part  of  an  VIII  Volume  Report  - Integrated 
Guidance  for  Shelter  Management) (Summary  and  Fi na 1 ‘Report) ; March  1966; 
Brandegee,  A.  S.  and  Bend,  E.;  ?AD630-052,  *AD629-935. 

47.  Shelter  Manager's  Guide  (Guidance  for  In-Shelter  Use)(Vo1ume  III 
of  VIII  Volume  Report:  Integrated  Guidance  for  Shelter  Management);  June 
1965;  Brandegee,  A.  S.  and  Bend,  E.;  =AD629-941 . 

48.  Shelter  Occupancy  Studies  at  the  University  of  Georgia  (Final 
Report  and  Appendices);  1962  - 1963;  Hammes,  J.  and  Osborne,  R.  T.; 

*AD439-396 , *AD600-064. 

49.  Shelter  Occupancy  Studies  at  the  University  of  Georgia  (Final 
Report  and  Appendices);  December  1964;  Hammes,  J.;  -AD61 5-004,  -AD6 1 5-003 . 

50.  Shelter  Occupancy  Studies  at  the  University  of  Georgia  (Final 
Report  and  Appendices);  December  1965;  Hammes,  J.  A.;  =AD635-501,  =AD635-502. 

51 . Shelter  Occupancy  Studies  at  the  University  of  Georgia  (Volume  I - 
Final  Report);  1966;  Hammes,  J.  A.  and  Ahearn,  T.  R.;  *AD653-881 . 

52 . Shelter  Occupancy  Studies  at  the  University  of  Georgia  (Volume  II  - 
Community  Fallout  Shelter  Handbook  for  Untrained  Management) ; Decemper  1966; 
Hammes,  J.  A.  and  Ahearn,  T.  R.;  *AD653-879. 

53.  Shelter  Occupancy  Studies  at  tne  University  of  Georgia  (Final 
Report);  1967;  Hammes,  J.  A.  and  Ahearn,  T.  R. ; -AD673-778. 

54.  Shelter  Occupancy  Studies  at  the  University  of  Georgia  (Final 
Report  and  Appendices);  Decemoer  1968;  Hammes,  J.  A.  and  Ahearn,  T.  R.; 
?AD688-099 , »AD688-100. 

55.  Shelter  Occupancy  Studies  of  Ventilator  Utilization  (General  Ameri- 
can Research  Division  Final  Report  1480);  July  1970;  Anderson,  J.  A.,  Jago, 

A.  G.  and  Frieoman,  R.  C.;  #AD714-308. 

56.  Some  Training  Implications  of  Large  Shelters  (Summary  and  Techni- 
cal Report);  September  1966;  Bend,  E.;  ?AD645-286. 

57 . Specialized  Evaluations  of  Shelter  Equipment  and  Procedures 
(General  American  Research  Division  Final  Report  1292);  January  1968; 

Meier,  H.  A.,  Smith,  R.  W.  and  Gaynor,  M.  W. ; VAD669-257. 

58.  Studies  of  In-Shelter  Management  Guidance  Materials;  September 
1966;  Bend,  E.,  Unterwagner,  J.  and  McIntyre,  F.  F.,  Jr.;  4AD644-875. 

59.  Temporary  Postures  in  Shelters:  A Behavioral  Problem  and  Sug- 
gested Resolutions;  July  1972;  Wright,  G.  H.,  Ph.D.,  Wright,  T.  A.,  Rummer, 

R.  E.  and  Wright,  G.  A.;  #AD748-107. 
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60.  Two  Simulation  Techniques  for  Fallout  Shelter  Research:  Their 
Properties  and  An  Application  to  Evaluating  Shelter  Management  Guidance 
(Final  Report);  September  1967;  Meagley,  D.  E.,  Smith,  R.  W.  and  Dueker, 

R.  L.;  *AD662-724. 

D.  SHELTER  SYSTEMS  STUDIES 

1 . Operational  Capabilities  of  Community  Fallout  Shelter  Systems 
(Volume  I - Final  Report];  April  1963;  Shontz,  W.  D.  ; ?AD692-819. 

2 . Operational  Capabilities  of  Community  Fallout  Shelter  Systems 
(Volume  II  - Instruction  Manual  for  Evaluation  Instrument) ; April  1963; 
Shontz,  W.  D.;  ?AD692-817. 

3.  Operational  Capabilities  of  Community  Fallout  Shelter  Systems 
(Volume  III  • Evaluation  Instrument);  April  1963;  Shontz,  W.  D. , Willis, 

M.  B.  and  Angel  1,  0.;  #AD692-818. 

4.  Operational  Capabilities  of  Community  Fallout  Shelter  Systems 
(Volume  IV  - workbook  for  Use  by  Local  CD  Officials);  April  1963; 

Willis,  M.  B.;  0CD-0S-62- 1 70 . 

E.  COMMUNICATIONS  AND  WARNING  STUDIES 

1.  Alternative  Methods  for  Distributing  Alert  Devices;  January  1964; 
Hackley,  G.  E.;  #AD601-006. 

2.  Analysis  of  the  Crisis  Home  Alerting  Technique;  January  1969; 

Haney,  T.  P.  and  Miller,  B.  D.;  4AD685-823. 

3.  Attack  Warning  Action  Selection  (Final  Report);  April  1963; 

Sa)z,  N,  P.  and  Torres,  J.  F.;  4AD404-178. 

4.  Automated  Attack  - Effects  Information  Systems-!  (Final  Report); 
April  1970;  Strunk,  R.  W.  and  Colah,  M.  S.;  #AD715-415. 

5.  Civil  Defense  Communications  Research  - Task  1;  October  1965; 
Curtin,  K.  and  Siegel,  L.;  #AD630-254. 

6.  Civil  Defense  Communications  Research  - Task  7;  October  1965; 
Curtin,  K.  and  Siegel,  L.;  #AD479-485. 

7 . Cl v i 1 Defense  Communications  Studies:  Communications  Requirements 

to  Support- Movement  to  Shel ter  Concept  (Unpublished  Report) ;"  Stanford  Research 
Institute;  #AD503-117. 

8.  Civil  Defense  Communications  Studies:  Data  Transmission  Standards 
(Final  Report);  April  1969;  Colah,  M.  S.  and  Strunk,  R.  W.;  #AD689-556. 
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9.  Civil  Defense  Communications:  A Methodology  for  Determining 
Requirements  for  a Community  (Final  Report);  August  1967;  Mandelbaum,  A.  J . 
and  Cook,  T.  W.  ; ?AD665-399. 

10.  Civil  Defense  Communications:  A Methodology  for  Determining 
Requirements  for  County  and  State  (Final  Report);  September  1968;  Mandel- 
baum,  A.  J.  and  Cook,  T.  W. ; #AD685-864. 

1 1 . Civil  Defense  Communications:  Movement  to  Shelter  Concept  - 
Communications  Implications;  September  1968;  Mandelbaum,  A.  J.  and  Cook, 

T.  W.;  #AD500-279 . 

12.  Civil  Defense  Communications:  Requirements  for  Community,  County, 
and  State  (Final  Report);  September  1968;  Mandelbaum,  A.  J.  and  Cook,  T.  W. ; 
-AD851 -346 . 

13.  Civil  Defense  Communications:  Requirements  at  the  Local,  State, 
and  Regional  Levels  (Final  Report);  July  1966;  Thayer,  S.  B.,  Self,  C.  R., 
Burco,  R.  A.  and  Tiffany,  W.  D.;  »AD652-686. 

14.  Civil  Defense  Communications:  Requirements  for  San  Jose,  Califor- 
nia (Final  Report);  August  1967;  Mandelbaum,  A.  J.  and  Cook,  T.  W.;  #AD826- 
629. 

15.  Civil  Defense  Communications  Systems  Research  (Unpublished  Report); 
Siegel,  l.;  Curtin,  K.  and  Griffith,  R.;  0CD-0S-62-78. 

16.  Civil  Defense  Public  Alert  and  warning  by  Radio  (Interim  Report 
No.  1);  November  1963;  New  York  Systems  LaDoratory;  0CD-0S-63-54. 

17 . Civil  Defense  Role  of  Radio  Broadcasting  in  the  Postattack  Period; 
January  1963;  Owens,  M.  and  Schimel fenyg , D.  ; »AD404-191. 

18.  Civil  Oefense  Warning  Requirements  Study  (Summary  Report); 

January  1963;  System  Development  Corporation;  *AD404-192. 


19.  Civil  Defense  Warning  Requirements  Study;  January  1963; 
System  Development  Corporation;  ?AD404-292. 

20.  Civil  Defense  Warning  System  Exercise  Manual;  August  1963; 
System  Development  Corporation;  #AD4 1 9-087 . 

21.  Civil  Defense  Warning  System  Research  Support;  April  1964; 
Rosenthal ,”m!  1.,  Autery,  J.  L.,  Lamoureux,  R.  L.  Manley,  F.  G.  and 
Swavely,  D.  C.;  #AD447-145. 


22.  Civil  Defense  Warning  System  Research  Support  (Final  Report); 
March  1964;  Rosenthal,  M.  I.,  Auterv,  J.  L.  , Lamoureux,  R.  L.  and  Swavely, 
D.  C.;  #AD443-772 . 


23.  Civil  Defense  Warning  System  Research  Support  (Volume  I - Radio 
Warning  System  Studies) (Final  Report);  January  1966;  System  Development 
Corporation;  #AD822-596. 

24.  Civil  Defense  Warning  System  Research  Support  (Volume  II  - Research 
Studies) (Final  Report);  January  1966;  System  Development  Corporation; 
#AD822-597 . 

25 . Civil  Defense  Warning  System  Research  Support  (Volume  III  - Use 
of  Damage  Assessment  Information  for  Warning) (Final  Report);  January  1966; 
Neilson,  J.  0.;  *AD385-285. 

26.  Civil  Defense  Warning  Systems  (Final  Report);  August  1964; 

U.S.  Coast  Guard  Headquarters ; MD459-496. 

27.  Civil  Preparedness  Communication  Systems  Effectiveness  - Evaluation 
of  Alternative  Structures  (Final  Report);  December  1973;  Tiffany,  W.  D. 

and  Hall  , C.  A.  , Jr.  ; ?AD921-452. 

28.  Civilian  and  Military  Warning  Requirements  Study  (Final  Report); 

July  1968;  Miller,  R.  J.;  #AD392-035. 

29 . Communications  Equipments  and  Systems  To  Support  Intrastate  Civil 
Defense  Operations  --  CIRCA  1970  (Final  Report);  December  1965;  Cone,  D.  R. , 
Baer,  J.  A.  and  Shapiro,  E.  B.;  #AD652-687. 

30.  Communications  Research  Study  (Methods  of  Evaluation) (Final  Report); 
May  1967;  Reeves,  C.  P.;  *AD663-817. 

31 . Coordinated  Communications  Concept  for  County  and  Local  Govern- 
ments (Final  Report);  December  1971;  Strunk,  R.  W.  and  Hall  , C.  A.,  Jr.; 
DAHC20-71-C-0237. 

32 . Development  of  Four  Designs  of  Public  Alert  Receiver  (Standard 
Broadcast) (Final  Report);  February  1964;  Cooney,  J.  R.,  Makinen,  D.  A., 

Groth,  H.  P.  and  Hartung,  W.  A.;  ^AD440-588. 

33.  Development  of  Procedures  for  Non-Alert  Testing  of  Outdoor  Attack 
Warning  Systems  (Final  Report);  October  1962;  Sattler,  W.;  ?AD404-378. 

34.  Development  of  a Solid  State  NEAR  Receiver;  November  1963; 

Jones,  M.  N.,  Sattler,  W.  J.  and  Simms,  H.  J.,  Jr.;  0CD-0S-63-67 . 

35.  Development  of  a Warning  System  Exercise  Program;  August  1963; 

System  Development  Corporation;  *AD41 9-086. 


36.  Direction  and  Control  Communications  to  Support  Crisis  Relocation 
Planning  (Final  Report);  June  1976;  Rosenthal,  M.  and  Farr,  L.;  ?AD029-260. 
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36.  Effects  of  Electromagnetic  Pulse  (_EMP)  on  a Power  System  (Final 
Report);  December  1972;  Marable,  J.  H.,  Baird,  J.  K. , and  Nelson,  D.  B.; 
?AD757-718. 
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37.  Effects  of  Electromagnetic  Pulse  (EMP)  on  State  and  Local  Radio 
Communications  (Final  Report);  October  1973;  Barnes,  P.  R.;  #AD773-423. 

38.  Effects  of  Electromagnetic  Pulse  (EMP)  on  the  Supervisory  Control 
Equipment  of  a Power  System  (Final  Report);  October  1973;  Baird,  J.  K.  and 
Frigo,  N.  J. ; ?AD779-268. 

39 . Effects  of  Nuclear  EMP  on  AM  Radio  Broadcast  Stations  in  the  Emer- 
gency Broadcast  System;  January  1971;  Nelson,  D.  B.;  ?AD71 7-319 . 

40.  Electromagnetic  Analysis  of  Small  Power  Systems  (Final  Report); 
Marcn  1976;  Babb,  D.  0.  and  Martinez,  J.  P.;  ?AD023-927. 

41 . Electromagnetic  Pulse  and  Civil  Preparedness:  An  Overview; 

May  1975;  Kerr,  J.  W.,  DCPA  and  Bridges,  J.  E. ; ?AD014-489. 

42.  Electromagnetic  Pulse  (EMP)  Hardware  (Final  Report);  January 
1973;  Emberson,  W.  C.;  ?AD758-403. 

43.  Emergency  Broadcast  System  (EBS);  March  1964;  Swavely,  D.  C. , 
Rosenthal,  M.  I.,  Autery,  J.  L. , Lamoureux,  R.  L.  and  Manley,  F.  G.; 
#AD442-642 . 

44.  Emergency  Communication  Channel  Utilization  (Final  Report);  July 
1971  ; Hall  , C.  A. , Jr. ; ?AD731-289. 

45.  Emergency  Operations  Simulation  Training  Project  (Final  Report); 
July  1966;  System  Development  Corporation;  OCD-PS-66-27 . 

46.  Emergency  Role  of  Amateur  Radio  (Final  Report);  December  1972; 
Rosenthal  , M.  I. ; #AD759-072. 

47.  EMP  Susceptibility  Tests  (Final  Report);  April  1972;  Emberson, 

W.  C.  and  Emerle,  E.;  #AD904-985. 

48.  EMP  Threat  and  Countermeasures  for  Civil  Defense  Systems  - Task  1; 
November  1968;  Bridges,  J.  E.  and  Weyer,  J.;  4AD687-349. 

49 . EMP  Threat  and  Countermeasures  for  Civil  Defense  Systems  - Tasks 
2 and  3 (Final  Report);  June  1969;  Weyer,  J.  R.,  Bridges,  J.  E. , Toulios, 

P.  P.  and  Emberson,  W.  #AD502-495.  ♦ 

50.  EOC  Data  Display  System  (Final  Report);  May  1967;  Metzler,  R.  E. 
and  Lawson,  M.  E.,  Jr.;  #AD659-812. 
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51.  EOC  Display  Requirements  Study;  March  1969;  Miller,  R.  J.; 
=AD688-853 . 


52.  EOC  Display  System  Equipment  A1 ternati ves ; March  1970;  Gaydos,  H.  F.; 
=AD705- 1 04 . 

53.  EOC  Display  System  Evaluation;  August  1967;  Miller,  R.  J.; 

3AD667-964 . 

54.  Evaluation  of  Communication  Systems  Operating  in  a Dynamic  Mode 
(Final  Report);  June  1971;  Colah,  M.  S.  and  Strunk,  R . W . ; ?AD728-130. 

55.  Evaluation  of  Selected  Military  EMP  Studies  for  Possible  Civil 
Applications;  January  1973;  Bridges,  J.  E.;  DAHC20-72-C-0192. 

56.  Evaluation  and  Test  of  Public  Alert  Broadcast  Receivers  (Interim 
Report);  January  1964;  Gautney  and  Jones;  OCD-PS-64-8. 

57.  Expedient  AM  and  FM  Broadcast  Antennas  (Final  Report);  November 
1973;  Pauley,  D.  E. ; ?AD775-831 . 

58.  Extracts  and  Revisions  of  the  DASA  EMP  Handbook;  July  1971; 

Nelson,  D.  8.;  ?AD516-508. 

59 . Fallout  Protection  for  AM  Transmitter  Operations:  A Study  of 
the  Selection  of  Stations  to  be  Protected;  February  1962;  Schwenke,  T.  W., 
Dwonczyk,  M.  and  Barr  M.  R.,  >rAD806-96'l . 

60.  Impact  Naming  System  (IW'S)  Definition;  March  1970;  Irwin,  D.  S., 
Rosenthal,  M.  I.  and  Weems,  S.;  *AD508-196. 

61.  Impact  Warning  System  Development;  April  1971;  Haney,  T.  P.  and 
Knudson,  J.  F.;  #AD5 15-187. 

62.  Improved  Outdoor  Alerting  and  Warning  (Final  Report);  October 
1968;  System  Development  Corporation;  *AD845-552. 

63.  Improved  Outdoor  Warning  Devices  (Final  Report);  September  1963; 
General  Electric  Company  - Electronics  Laboratory;  *AD427-724. 

64.  Intra-EOC  Communications  Systems  and  Operations  (Final  Report); 

April  1967;  System  Development  Corporation;  #AD689-462. 

65.  Investigation  on  the  Design  and  Operation  of  Sound  Systems  for 
Civil  Defense  (Final  Report);  November  1963;  Bolt,  Berenek,  and  Newman,  Inc.; 
*AD423-421  . 

66.  Local  Warning  System  Definition;  February  1970;  Miller,  B.  D.; 
4AD703-906. 
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67.  Measures  of  Warning  Effectiveness;  March  1968;  Gaydos,  H.  F., 

Miller,  B.  D.  and  Neilson,  J.  0.;  #AD676-857. 

68.  National  Warning  System  Analysis  (Final  Report);  May  1974; 

Rosenthal,  M.  I.;  # AD003- 505 . 

69.  NEAR  System:  A Study  in  Public  Acceptance;  February  1964; 

Nehnevajsa,  J.;  s?AD601  -Oil. 

70.  Office  of  Civil  Defense  NEAR  System  Study;  March  1964;  Rosenthal, 

M.  I.,  Autery,  J.  L.  , Lamoureux,  R.  L.,  Manley,  F.  G.  and  Swavely,  D.  C.; 
0CD-0S-63-168. 

71.  Office  of  Civil  Defense  Radio  Alert  Receivers;  January  1964; 

Radio  Corporation  of  America;  OCD-PS-64-72. 

72.  Office  of  Civil  Defense  Role  in  Warning  Federal  Agencies;  March  1971; 
Miller,  B.  D. ; #AD882-980. 

73.  Optimum  Response  to  Alerting  Signals  and  Warning  Messages;  March 
1969;  Miller,  B.  D.;  ?AD688-169. 

74.  Optimum  Utilization  of  Government  and  Non-Government  Communications 
Resources  (Final  Report);  October  1971;  Wiegand,  A.  W.,  Hall,  C.  A.  and 
Strunk,  R.  W.;  #AD734-855. 

75.  Power  System  EMP  Protection;  March  1975;  Marable,  J.  H.;  ?AD010- 

801 . 

76.  Power  Systems  Study;  June  1975  ; Dabkowski  , J.  and  Bridges,  J.; 

? ADO  14-1 32 . 

77.  POWS  Evaluation  Survey  (Final  Report);  October  1965;  HRB-Singer, 
Incorporated;  *AD634-925. 

78.  Program  to  Counter  the  Effects  of  Nuclear  Electromagnetic  Pulse 
in  Commercial  Power  Systems;  October  1972;  Nelson,  D.  B.;  OCD-PS-64-284. 

79.  Program  Plan  for  Effective  Civil  Defense  Communications  (Final 
Report);  October  1964;  Radio  Corporation  of  American;  OCD- PS-64- 1 8 . 

30.  Prototype  Plans  for  Production  and  Maintenance  of  Electric  Power 
in  Crisis  Relocation  (Final  Report) ; August  1975;  Daniel,  D.  0.  and  Minor, 

J.  E.;  4AD019-806. 

81.  Public  Communications  to  Support  Crisis  Relocation  Planning  (Final 
Report);  September  1975;  Farr,  L.,  Rosenthal,  M.  I.  and  Weems,  S.;  *AD022-465. 
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82.  Pyrotechnic  Outside  Warning  System  (Final  Report);  March  1963; 
Rocket  Power,  Inc.;  ?AD403-367 . 

83.  Research  on  Improved  Solid  State  Radiation  Detector  Covering 
Period  23  April  1962  to  22  April  1963  (Final  Report);  April  1962  - Apri 1 
1963;  Westinghouse  Electric  Corporation;  OCD-OS-62-70 . 

84.  Response  of  Population  to  Optimum  Warning  Signal;  September  1963; 
Oyer,  H.  J.  and  Hardick,  E.  J.;  #AD695-704. 

85.  Secure  Control  of  Local  Warning  Systems;  December  1970;  Barton, 

R.  F.  and  Piombino,  J.;  #AD724-774 . 

86 . Speed  and  Reliability  of  Inter-  and  Intra-EOC  Emergency  Communica- 
tions  (Unpublished  Report)  ; Stanford  Research  Institute:  =AD512-906. 

87.  Study  and  Development  of  Specifications  for  Prototype  Transmitters 
and  Receivers  for  Fallout  Shelter  Communications  System;  May  1964;  Gautney 
and  Jones;  OCD-PS-64-8. 

88.  Study  Program  for  HF,  VHF,  and  UHF  Antennas  for  1-  to  50-PSI 
Overpressure  Range  (Final  Report);  July  1962  - September  1963;  Dallas 
Division/Collins  Radio  Company;  =AD422-652. 

89.  Survey  of  Unconventional  Communication  Techniques;  October  1962; 
Attridge,  W.  S.,  Jr.  and  Martel  1,  D.  L.;  0CD-0S-62-21 5. 

90.  Telephone  Warning  Capabilities  (Final  Report);  June  1966; 

Whitby,  0.  H.  and  Shapiro,  E.  B.;  sAD500-238. 

91.  Telephone  Warninq  Study  (Final  Report);  October  1970;  Bell  System; 
*AD877-178. 


92.  Telephone  Warninq:  A Summary  (Unpublished  Report);  Lehman,  E.  E.; 
=AD5O0-237. 

93.  Unusual  Communications  Techniques;  February  1968;  Baum,  E.  and 
Mandelbaum,  A.  J.;  *AD669-635. 

94.  Warninq  Systems  Research  Su,.nort:  Concord  Study;  June  1966; 

Bosak,  N.  , Isaac,  S.,  Kearin,  D. , Kosin,  F.  and  Rosenthal,  M.  I.;  s*AD663-567 . 

95.  Warninq  Systems  Research  Support  (Final  Report);  November  1966; 
Bornstein,  A.  E. , Bosak,  N.  M. , Hoddy,  L.  J.,  Miller,  B.  D.,  Rosenthal,  M. 

I.  and  Lamoureux,  R.  L.;  tfAD663-568. 


96.  Warninq  Time  Requirements  and  the  Problem  of  Moving  People  to 
Blast  Shelters  (Technical  Memo) ; August  1967;  Gaydos , H.  F. ; »AD844-335. 


F.  REDUCTION  OF  VULNERABILITY 


1 . Experimental  Measurement  of  the  Time  Required  for  At-Home 
Sleeping  Population  to  Prepare  for  Movement  to  a Civil  Defense  Fallout  tnei- 
ter;  October  1962;  Newberry,  Edenfield  and  Kelley;  Draft  TM  1 51 -62(0oera- 
tions  Research,  Incorporated) . 

2.  Feasibility  of  Crisis  Relocation  in  the  Northeast  Corridor  (Interim 
Report);  June  1976;  Stanford  Research  Institute;  DCPA01-75-C-0280. 

3.  Feasibility  of  Crisis  Relocation  in  the  Northeast  Corridor  (Final 
Report);  December  1976;  Strope,  W.  E.,  Henderson,  C.  D.  and  Rain,  C7; 
*AD038-274. 

4.  Initial  (SYNOPTIC)  Prototype  State  Crisis  Relocation  Plan; 

August  1975  ; Devaney , J.  F.;  DCPAO 1 -74-C-0293 . 

5.  Method  for  Analyzing  Movement  to  Shelter;  December  1962;  Hare, 

R.,  Jr.  and  Gordon,  P.;  Draft  TM  150-62(0perations  Research,  Incorporated). 

6.  Movement  and  Shelter  Options  to  Reduce  Population  Vul nerabi 1 i t; 

(Final  Report);  January  1972;  Parsons,  E.  A.;  DAHC20-69-C-0139. 

7.  Population  Dynamics  (Final  Report);  December  1968,  System  Develop- 
ment Corporation;  *AD682-746. 

8.  Specific  Strategic  Movement  Studies;  May  1963;  Flanagan,  R.  J., 
Durand,  A.  R. , Brannon,  D.  E.  and  Stearns,  S.  D.  ; *AD339-581 . 

9 . Study  of  the  Advantages  and  Disadvantages  of  a Strategic  Evacuation 

| of  Dependent  Elements  of  the  Population;  November  1963;  Novak,  J.  W.  and 

j Nordlie,  P.  G. ; *AD426-225. 

10.  Urban  Form  as  a Passive  Defense  Variable;  January  1967;  Planning 
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